TRINITY  LUTHERAN  CHURCH,  ROCKFORD,  ILLINOIS. 

Locoted  at  200  North  First  Street  in  downtown  Rockford. 
Founded  in  1895,  Trinity  is  one  of  rhe  large  Lutheran 
congregations  in  the  nation.  Georgian  Colonial  structure 
completed  in  I960  at  cost  of  over  one  million  dollars. 
Cornerstone  from  Bethlehem,  Palestine.  Beautiful  Chapel 
open  for  prayer  from  8  A.M.  to  10  P.M.  daily. 
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